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13 — Snyder  Memorial  Methodist  Church 
JSff  Jacksonville,  Fla. 


SNYDER  MEMORIAL  METHODIST  CHURCH 
was  organized  in  1870.  Constructed  of  Georgia 
granite  and  Indiana  buff  limestone,  it  serves 
as  Jacksonville's  downtown  church  nearest 
the  major  hotels. 
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